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BQFIEND 

1. The eupply drop to the BQFIEND Pine Tree Teem, scheduled for 
12 November, has been postponed because of weather. Preseat forecasts 
Indicate the operation cannot be aounted until after 15 November. 

2. (~~ ^BQFIEND Liaison Offioer with the NCFA, has reported 

on reoerttrconversNUona with IRO officials regarding disposal of 
Albanians no longer of value to the Project. IRO has agreed to take 
seven tuberculars who are presently in the Guard Company off our hands. 
Unfortunately, that organisation is unable to handle the FIEND rejects 
presently located in Greece. 


CK8TAIR 

No report. 


PARBOIL 

No report. 
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JBKPICT 

No report. 



